7 ot JIM JOMES 


Freurt Strypo, Kathlccn 


Microscft Mail v3.0 1PM.Microsoft Mai1.Note 
From: Strype, Kathleen ’> 

To: JONES, JIM/FftX 
^yhiect: DORAL DISPLAY 
Bate: 1995-08-04 1G:15 


Priority: R 

Massage ID: FA5C01O4 

Conversation ID: FA5C01D4 


e-M-9S 4»17|» p. 2 of 2 



RECEIVEO A CALL FROM ONE QF OÜR MARKETING REPS IN PENNSYLVANIA. HE SAID AN 
RJR REP HAD DROPPED OFF A DORAL SUCTION CUP DISPLAY AT LEAST ONE OF HIS GAS 
ONLY LOCATIONS. 

THIS RACK IS 3 TIERS AND HOLD APPROX. 24 PACKS. 

PLEASE ADVISE THAT SECTION OFFICE THAT THE AGREEO DISPLAY IS 2 TIERS ONLY 
ANO THIS ONE WILL NEED TO BE REPLACED: 

HESS STATION #38202 
1518 S. 4TH STREET 
ALLENTOWN, PA 18103 


THANKS, JIM!!! 
KATHY 
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AMERADA HESS CORPORATION 
1 HESS PLAZA 
WOODBRIDGE, NJ 07095 
FAX (908) 750-6802 



5UBJECT: DORAL DISPLAY 

Please distribute to the following recipients: 
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51849 8569 



